aelhdim ati Effective Monday, October 29, 2007 


Inbound to South Station 





Train No. 








Forge Park/495 
Franklin/Dean College 
Norfolk 

Walpole 

Plimptonville 
Windsor Gardens 





Inbound to South Station 


Train No. Saturday 
Train No. Sunday 


Saturday and Sunday 


Saturday and Sunday 





Forge Park/495 
Franklin/Dean College 
Norfolk 

Walpole 

Windsor Gardens 





Norwood Central 
Norwood Depot 
Islington 

Dedham Corp. Center 
Endicott 

Readville 

Ruggles 





Norwood Central 
Norwood Depot 
Islington 

Dedham Corp. Center 
Endicott 

Readville 

Ruggles 
































BACK BAY 
SOUTH STATION 



































Outbound from South Station 


Train No. 








SOUTH STATION 
BACK BAY 415 455 515 545 620 
Ruggles 
Hyde Park 507 557 
Readville 
Endicott 514 604 
Dedham Corp. Center 
Islington 519 
Norwood Depot 
Norwood Central 
Windsor Gardens 
Plimptonville 

Walpole 

Norfolk 

Franklin/Dean College 
Forge Park/495 







































































BACK BAY 
SOUTH STATION 


Outbound from South Station 


Train No. Saturday 
Train No. Sunday 


























Saturday and Sunday 





SOUTH STATION 
BACK BAY 





Ruggles 

Readville 

Endicott 

Dedham Corp. Center 
Islington 

Norwood Depot 
Norwood Central 





Windsor Gardens 
Walpole 

Norfolk 
Franklin/Dean College 
Forge Park/495 
































Notes 

This schedule is effective from Monday, October 29, 2007 and replaces the schedule of April 30, 2007. 

Times shown in this schedule are train departure times; customers are asked to arrive at the station platform in time for a prompt departure. 
Holiday service - Trains will operate on a Saturday or Sunday schedule on the holidays indicated below: 


Saturday service: President's Day and 4th July (train no. 1719 may be held for 45 minutes after the conclusion of the 4th of July fireworks). 
Sunday service: New Year's Day, Memorial Day, Labor Day, Thanksgiving Day and Christmas Day. 


Times in blue indicate an L stop. This is a regular stop to discharge or pick up passengers, however the train may leave ahead of schedule. 
VIA FAIR - operates via the Fairmount line between Readville and South Station. See the Fairmount line schedule for all stops. 


For additional service to Ruggles refer to the Providence/Stoughton Line and Needham Line schedules. 
For additional service to Hyde Park refer to the Providence/Stoughton Line schedules. 
For additional service to Readville refer to the Fairmount Line schedules. 





All other holidays: Regular service is provided on all other holidays. Consult ‘Transit Updates' at www.mbta.com or call Customer Service at 617-222-3200 for any extra service that may be provided. 


Times in red indicate an f stop - Passengers must notify the conductor that they wish to get off at these designated stations. Passengers who wish to board at these designated stations must be on the platform in full view of the engineer. 








